United States Department of Agriculture 
Animal and Plant Health Inspection Service 


OOEiaERO 



INSPECTION REPORT 


OCT 0 5 2005 


369 cust id 


194485 inspjd 
6370 site id 


LAMPIRE BIOLOGICAL 
LABORATORIES INC 


P. O. BOX 270 
PIPERSVILLE, PA 18947 


Customer ID: 369 
Certificate: 23-B-0020 

Site: 002 

EVERETT FACILITIES, DEALER 

Inspection 

Type: ROUTINE INSPECTION 
Date: SEP-15-2005 


No non-compliant items at this inspection. 


Prepared By: Jfrv 

DAVID OELBERG, D V M , USDAf-APHIS, Animal Care 


Titl 

Received B 


(b)(6), (b)(7)(c) 


Inspector ID: 1043 


Date: 

SEP-15-2005 


Titl. 


Page 1 of 1 


Date: 

SEP- 15-2005 



